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The West Front 
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The North Door 


THE COLONY HOUSE AT NEWPORT, RHODE ISLAND 
By NORMAN MORRISON ISHAM 


The vote to build a new colony house at Newport was passed in 
February 1738-9. The General Assembly decreed that a building eighty 
feet long, forty feet wide and “‘thirty feet studd’’ be set with its long axis 
‘near or quite’ northand south. The usual Rhode Island opposition promptly 
appeared, and a few months later this vote was annulled by a new enactment 
that the building should face south instead of west. Whatever influences 
were behind this movement failed to carry their point, for the wiser element 
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Detail of the West Front 


in Newport, stirred to decisive action, seems to have asserted itself so posi- 
tively that the Assembly again reversedgits decree and the building was 
fortunately left to face westward down the Parade as it now does: 

The ignorance in which we are left as to this interesting controversy 
is typical of the whole enterprise in the beginning. We know the names 
of the building committee, Messrs. Peter Bours, Ezbon Sanford, George 
Goulding and George Wanton, but as far as the records of the colony are 
concerned we should not know the name of the architect, Richard Munday, 
had he not died while the work was in progress, a fact which appears only 
because a committee was appointed to settle his account with his widow. 
After some years this reticence on the part of the records ceases and, when 
changes and repairs begin, we can follow the general history of the fabric 
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Two of the Columns on the First Floor 


very closely. The details of each alteration are not so easy to follow, since 
the bills which would show the items, while they are undoubtedly extant, 
are buried in the Auditor’s Office in a chaos from which order can be brought 
only by aid which the Assembly stubbornly refuses to give. The entries 
in the Acts and Resolves of the Legislature, therefore, with the evidences 
gained by a careful scrutiny of the building itself, are all the sources on which 
a history of the building can now be based. 

In presenting this history it seems best to begin with the interior as 
Richard Munday designed it and to trace the various changes which have 
brought it to its present condition, with the proofs for each change. Then 
we will consider the outside and the various alterations which it has under- 
gone. For the present arrangement of the building is the result of very 
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The South Door with the Lower Run of the Stairs 


many changes and bears little relation — practically none at first sight, 
especially in the second story, — to the clear and elegant plan which Munday 
devised for it. 

That plan is set forth in Figures 1 and 2. In the first story there was 
one large room through the center of which was a row of square Doric columns 
with pedestals and entablatures. In the west wall was the main entrance, 
while there were two subordinate doors, one in the south wall, the other 
in the north. In the south-east corner was a staircase to the second story. 

On the second or chamber floor there were three rooms. 

The stairs landed in a hall at the south-east corner and from this an 
opening, which was probably arched, gave access to what was called the 
Middle Room, a wide hall stretching across the whole building with the balcony 
door and two windows on the west, and two windows, with a wide space 
between them, on the east. 

On the south of this Middle Room, at the west of the stair hall, accessible 
through a door in the west end of the partition wall at the south of the great 
central apartment, was the Council Chamber with two windows on the west 
and two, with a fireplace between them, on the south. 

On the north of the Middle Room was the Chamber of the Deputies. 

The garret was mere empty space and so was the cellar. 

This second story plan is admirable, clear, logical, convenient. It marks 
Munday as a man of first-rate quality, a worthy predecessor of Peter Harrison. 
Indeed it is probable that the latter would have had less recognition than 
he did receive had not the death of Munday left the field clear for him. 
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If this original arrangement, as thus described and as set forth in the 
drawings, be compared with the present complicated scheme the difference 
can not fail to strike the reader very forcibly. It is proper, then, to trace, 
as it is perfectly possible to do, the evolution which has brought these great 
changes about. 


THE First FLOOR 

An attentive examination of this space will make it very evident, even 
without the testimony of those who saw it in that condition, that it was 
once a single room. The columns are still in place and the fragments of the 
original panelling, about four feet high, still appear on the wall at several 
points. 

There is plenty of evidence of those who have heard from their fathers 
what the arrangement was. 

There is documentary evidence also.. The Newport Mercury of August 
18, 1795, speaks of a Town Meeting held in the State House. It seems to 
have been the regular place for such meetings. 

In the Acts and Resolves the order for the first offices built on the lower 
floor is dated January, 1841. 

The present district court, which occupies the middle section of the 
floor, was fitted up in accordance with a vote passed October 1854. 


THE SECOND FLOOR 
The Chamber of the Council: 
The Council Chamber, later the Senate, presents at sight almost no 
indications that it has been altered from its original condition. A little 
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examination, however, will disclose signs of change, and repeated scrutiny 
will reveal a considerable amount of rebuilding. 
In the north-west corner the relation of the pilasters to the window is 


evidently not according to Munday’s design. The pilaster cuts over the 
moulding of the short panel below the window seat and the entablature is 
carried in the same way across the mouldings of the spandrel panel. 
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There are now three windows in the west wall of the room. The northern 
of these, that against which the pilaster abuts so unhappily, was once in 
the ‘‘Middle Room,” as it was called, and afterwards, up to 1857, in the 
Lobby. 

When at that date it was voted to enlarge the Senate the wainscoting 
on the north end of the room was pushed back and placed against the south 
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partition of the House, which will be described later. At the same time 
the door which was in the north-west corner, that is in the west end of the 


north wall of the Senate, was taken out and removed to its present place, 
and two long panels were put in place of it and of the two panels which were 
originally over it. 























Measurements show that the door will fit exactly into the space occupied 
by the two panels. The cut on the surbase mouldings at the right of these 
panels is still to be seen. 

Further, the door in its present location is flanked by two panels narrower 
than the others on that side of the room. If we take the door out and move 
up the other panels so as to close the space we shall get a length of the east 
wall which will bring the north wall into exactly the right relation to the archi- 
trave, not of the third but of the second window in the west, the one now 
closed by the Washington portrait. Again, we find at the point shown on 
the drawing, two vertical saw cuts in the cornice. When we move up the 
panelling, as has been explained above, these cuts come together so as to 
form one. Once more, when we close up the panelling the vertical marks 
which appear in the panels at each side of the narrow ones next the door 
come together so that the distance between them is the same as the width 
of the frame of the portrait of Washington, which shows that the picture 
was first put here in the center of the original east wall. The marks are 
those made by the former fastenings. 

The door in its present place was always a puzzle. It is on the axis 
of the room, it is true, and so on that of the portrait, but that is an argument 
against its originality. The stair does not open upon it but we have to 
turn from the six foot width of the stairway into a four foot passage on which 
the door opens at right angles. This is a very poor piece of planning and 
unworthy of such a man as the original plan of this building shows Munday 
to have been. 

If this sounds fanciful there are other proofs. The mouldings around 
the inserted panels have a newer look, as do the panels themselves. But 
there is a surer criterion. For years the room was unpainted, and the wood 
of the panelling acquired a beautiful brown color still to be seen where the 
paint is broken. Then in May, 1784, it was voted to paint the room light 
stone color — a greenish drab we should call it. All the old work, therefore, 
has this color still in place under the modern white and other coats. Before 
the white was put on the room had been grained to imitate oak. This grain- 
ing on its dark ground was carried over the old paint. The new parts, 
therefore, have only the old ground and the graining under the white. The 
old parts have the old stone color under the whole. Now just those parts 
which I have said are new show no stone color while the old panels have it. 


The Chamber of Deputies 

At the north end of the second floor beyond the Middle Room, as it 
was called, was the Chamber of the Deputies. Originally this was of just 
the same width as the Council Chamber with two windows on the east and 
two on the west, but it was longer than the other room, since it occupied 
the whole end of the building with no space taken from it for stairs. 

We know this original size from a vote of the May Session, 1773, by 
which a Committee was ‘‘to estimate the charge“ of moving the partition 
of this room far enough to the south to include one window on the east end 
and one on the west. 

















Again, at the May Session, 1784, a committee reported that the room 
for the Representatives ‘‘ought to be enlarged by removing the partition 
to the first beam south of the present partition’. The Assembly voted 
that this report be accepted and that the room for the House of Deputies 
be so fitted as to accommodate the ““Common Law Courts.”’ This probably 
involved the contemplated change in the partition. At any rate the partition 
is now in the place designated by the old Committee. 

The original extent is proved by a vote in 1768 by which Joseph Wanton 
was ‘“‘to procure Window Shutters for the Two Front Windows of the Deputies 
Room of said Court House.”’ 

There was at least one fireplace in this room, for in June, 1771, the sheriff 
was ordered to procure andirons, shovel and tongs for the room. There 
may have been only a single fireplace in the north wall. As this, however, 
must have been off the axis of the room, it is almost certain that for the sake 
of symmetry and because the room was larger than that of the Council, 
there was a second fireplace, on the other side of the window. There is, 
furthermore, among the old bills a charge dated February 8, 1746-7, for 
fifty-four Dutch tiles for the ‘‘use of the Colony House at Newport’. A 
fireplace of the size of that in the Council Chamber would require only seven- 
teen tiles. This would leave enough for two fireplaces in the Chamber of 
the Deputies. 

In August, 1784, just after the removal or the recommendation of the 
removal of the original south wall of the room, Mr. George Gibbs was directed 
to cause a gallery to be built in the Room of the Deputies in the State House 
at Newport for the accommodation of the spectators. 

The whole bill for the gallery and various other repairs was £490.5.9. 

This gallery, of which there are now no traces whatever, is very difficult 
to locate. It was to be in the Deputies Room. If it extended across the 
south side of that room it would cut off the top of the door to the balcony 
or else would have too little head room below the ceiling. I have therefore 
shown it as stopping short of the wall at each end. 

A vote of 1793 that two passages, each with a door, should be made 
in the lower floor under the opening in the panelling in the second floor seems 
to show that there was an entrance to the gallery at each end, and thus that 
the stairs must have been in the Lobby. 

In 1798 a committee was appointed to cause a gallery to be erected 
in the State House in Newport for the spectators. Where this gallery could 
have been or why it was necessary, after the vote of 1784, I am unable to 
conjecture. It might be assumed that the former gallery, was, after all, 
not built, but the order about the openings in the panelling seems to exclude 
that supposition. It has been suggested that this gallery was over the Lobby, 
but, if it was, where were the stairs? No traces of this gallery exist. 


The Middle Room: 

That this was part of the original plan seems evident from the vote 

of the General Assembly dated February 1745-6 ‘‘that the committee appointed 
to build the Colony House proceed forthwith and finish the Middle Room 








The East Side of the Council, with Old Door Frame Re-set and Modern Doors 


in the Chamber, and the stair cases as soon as may be convenient.’’ I have 
traced the gradual diminution and disappearance of this room in explaining 
the enlargement of the other two on the second floor. In its last stage, when 
it was a narrow hallway between the Council Chamber and the Chamber 
of Deputies, it was called the Lobby, as appears in the vote of the May Session 
1791, when a committee was ‘“‘to finish the lower part and also the Lobby 
of the State House in Newport, in a decent Manner, for the convenience 
of the transaction of business.”’ 


The Statrcases: 
These apparently were, in 1745, in a condition which called for a vote 


that the Committee “finish’’ them, whatever that may have meant. It 
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The North-west Corner of the Council Chamber. Original Location of Door. 


could hardly have meant ‘‘complete,’’ at least for the lower stairs, and yet 
it is hard to see what else it signified. Finishing a room, often, if not gen- 
erally, meant plastering it or at least putting in the woodwork, what we to 
this day call ‘‘finish.”” It may very well be that this finish here was the 
panelling. 

The stairs to the third story start in what was a stair case hall in the 
south-east corner of the building. It is a question whether they were always 
there. Certainly they could not have been in just the position they now 
occupy at the start, for the steps cut across the panelling on the west side 
of the hallway in a manner which shows that the panelling was there before 


the stairs. This problem I have so far been unable to bring to any satis- 
factory solution. 
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THE. EXTERIOR 

The outside of the Colony House has undergone fewer changes than 
the inside. 

The granite basement, which, with its bevelled rustications extends 
only across the front, and returns merely as quoining on the north and south. 
has been painted to imitate brown stone. Even the brown stone is painted 
—a sort of gilding refined gold — and the bricks are covered also. 

The outer walls of the building are of brick. They have been covered 
with paint for many years, but when this was first put on it is difficult, if 
not impossible, to say. The first mention of paint in the records occurs 
at the May Session 1760, when Lt. Col. Benjamin Wickham ‘‘was appointed 
to get new painted all that Part of the Outside of the Colony House which 
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A Truss in the Garret, with Valley Rafter and Part of Front Gable 








was heretofore painted.”’ It does not seem, from this, as if any paint was 
to be put on the brick, or the painting of the whole outside would have been 
voted. Col. Wickham’s account in 1761 included cash paid William Pelsue 
£550. for ‘“‘painting the Colony House etc.’’ As the charge for painting 
and gilding the clock dial at the same time was £68.0.0 it hardly seems possible 
that he should have done the whole building, brickwork and all, for £550. 
However, Wickham’s report shows a good deal of repairs, preparatory no 
doubt to painting, and among these is an item for ‘‘pointing”’ the walls around 
the Colony House, and repairing the chimneys, etc. £46.10.0., so that it 
is possible that the walls were done as early as this. 

In 1784 it was recommended that all the outside woodwork was to be 
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painted except the shingles, and a little later in the same year Mr. George 
Gibbs was ordered to paint the roof. In May 1800 the ‘‘outside of the State 
House”’ was ordered painted. In October of the same year a balustrade 
was ordered, which with the roof was to be painted. These votes, like that 
of 1818, may have meant that the brick and stone as well as the woodwork 
were to be painted. The vote of 1822 that the north end of the State House 
be painted, almost certainly meant that the whole wall was so treated. 

The front steps are granite. Those on the north and south are of brown 
stone. 

The bell turret on the roof is a restoration of the earlier one. The two 
chimneys at each end have what look like brown stone caps which are of an 
old form, but it is hard to believe that such wretched apologies for chimneys 
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belong to the original scheme. We should like to think that both the north 
and south gable ended in two heavy chimneys which carried up the face 
of the wall — as at the Warner House in Portsmouth. -The present form 
of gable is undeniably ugly, and that on the front, with no chimney, is espec- 
ially so. In fact there are several faults of mass in the design, and not a 
few of detail, though in general the block is excellent and some of the detail 
very interesting, especially the main door with the window and balcony 
over it. The resemblance of these to the same features in the Hancock 
House, in Boston, is surprising. 

The great claim which the building had to architectural quality resides 
in the interior and this was, for its time, truly a monumental scheme, very 
direct and simple and yet tremendously dignified and impressive. 








The Garret, Looking South 
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I think it will be plain, from this brief description and especially from 
the drawings, that the old statement that the like of the building was not 
in all the Colonies, was in the beginning quite true, and that even in its 
present altered and mutilated condition it is a monument of which the State 
should be proud and of which it should take the greatest care. 

The building now serves rather inconveniently as the Court House 
for Newport County, and the people of Newport greatly desire a new edifice. 
It is to be hoped that the General Assembly will, by providing this new 
building, free the old Colony House from its present use and restore it to 
its ancient splendor, with the one great lower room, and the three rooms 
in the ‘““Chamber.”’ 


NORMAN MORRISON ISHAM 


APPENDIX 
EXTRACTS FROM THE ACTS AND RESOLVES OF THE GENERAL ASSEMBLY 


MADE BY NORMAN M. ISHAM 


FEBRUARY 1/745-6 — 
Committee appointed to build colony house proceed forthwith, and 
finish the middle room in the Chamber and the Stair Cases. 


FEBRUARY &, 1746-7 — 
Order to pay Ebenezer Flagg for fifty-four Dutch Tiles for Colony House 
(from bills at State House, Providence, R. I.) 


June 21, 1756 — 
A suitable bell purchased by Joseph Scott, Esq., for use of the Colony 
House. 


Marcu 14, 1757. 
Lead taken off the top of the Colony House — procure a small Hip Roof 
to be raised — to be shingled and surrounded with a Balustrade 





JUNE 1760 — 
(Second painting) — get new painted all that part of the outside — 
which was heretofore painted. 


FEBRUARY 1762 — 
Joseph G. Wanton, sheriff, paid for putting fence around Colony House 
and the building in said yard. — 
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OcTOBER 1768 — 
Joseph Wanton, employed to repair the windows — also to procure 
Window shutters for the Two Front Windows of the Deputies Room — 


JuNE 1771 — 
Sheriff directed to procure a pair of andirons, shovel and tongs for the 
Deputies Room. 


AuGcustT 1773 — 

Committee (Joseph Wanton, George Hazard, Walter Chaloner) appointed 
to estimate the charge of removing the South Partition of the Room in the 
Colony House in which the Deputies sit, so far southward as to take in one 
window on the East side and one window on the West side of the Court House 
and to make rails to prevent the Spectators from pressing on the members 
and the chair. 


May 1784 — 

Report of Committee (Joseph Nightingale, Esek Hopkins, Daniel Mason) 
on Repairs necessary. That the Council Chamber have the Wainscot and 
the wooden work repaired, and that it would be proper to paint it of a light 
stone color; That the Room appropriated for the Representatives to sit in 
ought to be enlarged, by removing the Partition to the First Beam South 
of the present Partition, that the said Room be fitted up with proper seats; 
That the wainscot and wooden work be thoroughly repaired and painted 
as the Council Chamber, that all the Doors, Windows and Window Frames 
be thoroughly repaired, that the Balcony be repainted and put in good Order: 
That all the outside wooden Work be painted saving the Shingles on the Roof, 
and that the Steps to the South be put up and those on the West and North 
pointed. 


AuGust 1784 — 
George Gibbs is authorized to cause a Gallery to be built in Room of 
the Deputies — for the accommodation of the Spectators. 


AuGust 1784 — 
Mr. George Gibbs was appointed to —- cause the Roof of the said House 


to be painted in such manner as he shall think most conductive to its preser- 
vation. | 


OCTOBER 1785 — 


Mr. G. Gibbs is appointed to cause proper steps to be placed at the 
South end of the State House. 


May 1791 — 
Messieurs Geo. Champlin, Geo. Gibbs and Robert N. Auchmuty were 


appointed a Committee to finish the lower Part and also the Lobby in a 
decent manner. 











May 1793 — 

Voted and resolved that the Sheriff—procure two Passages, with Doors 
thereto, to be cut through the Pannels on the lower Floor of the Chamber of 
the Deputies —opposite to the Passages in the Pannels on the upper Floor, 
and shut up the Passage now on the lower Floor, that he also cause the 
Windows in the said Chamber to be so altered, That the upper Parts thereof 
may be let down. 


JANUARY 1798 — 

Voted and Resolved that Archibald Crary, Esq. and Messrs. John L. 
Boss and Robert Lawton be appointed a Committee to cause a Gallery to 
be erected in the State House — for the Spectators. 


OcTOBER 1800 — | 

Geo. Champlin be authorized and empowered to cause a balustrade 
to be erected upon the roof — and to cause the same with the roof to be 
painted. 


May 1804 — 
Voted and Resolved that S. Martin be authorized to procure Seven 
Indian Blinds for the Chamber Windows of the Court House. 


JUNE 1816 — 

That Stephen T. Northam, Esq., be and hereby is appointed a Com- 
mittee to prepare a room in the South Part of the garret — for a Committee 
Room. 


JUNE 1827— 
The Sheriff was authorized and directed to cause the North end of the 
State House at Newport to be painted. 


JANUARY 1841 — 
To make and finish two or more rooms in the First Story for Public 
Offices. 


JANUARY 1843 — 

George C. King and Henry T. Cranston be a committee to cause such 
alterations in the Senate Chamber —as will be necessary to accommodate 
the Senate at the next general assembly. 


OcTOBER 1854 — 

—so to alter and arrange the lower floor of the State House at Newport, 
as to make a suitable meeting place for the Court of Justice of Newport and 
offices for the Clerk of the Supreme Court and Court of common pleas. 


JANUARY 1857 — 

— to cause such alterations and repairs — upon the Senate Chamber 
— necessary for rendering it more convenient and capacious than it is at 
present. 

















EDITORIAL PAGE 


The Bulletin is issued for the convenience of the members of the Society and is delivered 
free to all members. Special subscription price to libraries, $1.00 per year. 

Membership in the Society is on election by the Board of Trustees after application. 
The classes of membership are: Life, $50; Active, $5.00 per year; Associate, $2.00 per year. 
Associate members may not vote or hold office. Checks may be made payable to William 
C, Endicott, treasurer. 

The Society’s financial year begins March first. New membership subscriptions re- 
ceived after September first are good for the ensuing year as well as the unexpired portion 
of the current year. 

After the first year of membership, one-half the annual dues of each Active and Associate 
member, and two dollars per living Life Member, giving Maine, New Hampshire, Vermont, 
Rhode Island or Connecticut as permanent address, will be spent within the state designated. 


The publication of this special Bulletin is made possible through the 
generosity of Mrs. Harold Brown, Mr. F. K. Sturgis and Hon. George Peabody 
Wetmore, who have met the costs of printing, and of Mr. William T. Aldrich 
at whose expense the Old State House was exhaustively photographed for 
the purpose of illustrating the Bulletin. 

To these friends are due the cordial thanks of the members of the Society 
and of all others who admire and revere New England’s memorials of the 
past. 

To the Editor fell the privilege of paying a small deficit incurred on 
account of halftone illustrations. 


SSS eS) 


Our Trustees have long desired to take some action towards the preser- 
vation of the building now known as the Old State House, Newport, Rhode 
Island. Not only was this perhaps the finest public building in the colonies 
at the date of its erection, but it still remains, even in these later days, one 
of the most interesting structures in the country. Newport is indeed for- 
tunate in possessing such a landmark, and particularly so as it has as its 
complement at the other end of the Parade the Old Brick Market, to which 
our Bulletin Number 13 is devoted. Each of these buildings has been damaged 
by alterations made to meet the changing conditions of the passing years, 
and in each case the changes have been unfortunate. These two structures 
should be carefully repaired, and so far as wise restored to their original 
appearance, and then used in some suitable way. This work will involve 
considerable expense. It would be unwise to ask that it be undertaken 
during war times. When peace returns, societies and individuals interested 
in the antiquities of Rhode Island should unite in an effort to interest the 
authorities of the state and the city, whose cooperation will be essential 
to a proper prosecution of the work. In order to do what it may to forward 
this highly desirable end, our Society issues this special number of the Bulletin. 

Our thanks are due Mr. Norman Morrison Isham for the care given 
the preparation of his article. 

The photographer, Mr. John Rugen, of Newport, is to be congratulated 
on the success of his work and we glady recommend him to those requiring 
his services. 
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THE HARRISON GRAY OTIS HOUSE 


It has proved impossible to complete the work on the Otis house with 
the money so far raised and as no general appeal for help can be sent out 
during war times progress will depend on finding individuals interested in 
paying for special items of needed work. Among these are the following: 


Eighteen Windows. The economical completion of the work on the 
lower floor will depend on ordering all the window frames at the same time 
at a cost of $203 for the lot. Their installation and the repair of the shutters, 
estimated at about $40 per window embrasure, can then be taken up room 
by room, as money to pay for it is secured. The old shutter boxes were 


frightfully mutilated when the old frames were discarded for new frames 


of bad design and double hung window sash of two lights each in place of 
twelve. The inner panels of the shutters were thrown away and the outer 
panels nailed into the shutter boxes, but not until they had been cut down 
in size. The restoration of the frames, sash and shutters is essential, not 
only for the sake of appearances but also to give added security by making 
possible the closing and barring of the shutters. 


The Main Stairway and Halls. The best opportunity for any one 
anxious to make a memorial is offered in the repair and restoration of the 
main staircase and balustrade, the front and back hall windows, the main 
entrance hall and the second story hall. The result will be elaborate and 
beautiful, well fitted to be a memorial to some individual. The cost 1s esti- 
mated at about $2,000. Of this work that on the balustrade, estimated 
at $350, is essential before the building can be opened to the public. 


Smaller Items Needed. A third gift of $50 to pay for the reproduction 
of the drawing room wall paper. 


Two mortise locks for the mahogany doors of the drawing room, price, 
set in place, about $20 each. 

Two heavy brass rim locks for the small second story room, price, set 
in place, about $24 each. 

A hardwood floor for the small second story room, price $70. 

$250 to pay for reproducing the first floor southeast room mantel, removed 
before we bought the house. 


Museum Items Needed. Two excellent show cases are offered us 
at the nominal price of $15 each. 

The museum is in need of show cases and members having any to give 
away are asked to bear this in mind. 
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tke een of this Society, whose object is fully indicated 
me its name, marks an pei sptanies departure from the usual form of — 
caso. societies. The | ost important antiquities to be pre- 4 
ty i po in the seventeenth and eighteenth centuries 7 
‘st year: of the nineteerith. Each house acquired will 7 
‘ores af need be, and whenever feasible let to tens, ( 
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2 kg n vid 3 ital ak: its headquarters a museum for thea i 
preserva of ‘smaller antiquities. This niugcum is ih need of @ 
further gifts and endowment. ° There is.a small library, a. soeciall 
| ich is the collection of photographs and other views fy 
New Segiend: past t ond present... Gifts to enlarge this collection ares 
much desired. - ry 7 

A large Sicaialeebi is absolutely cipential ‘to. ‘the. success of © 
the Society, just as the Society is essential to the preservation of our | 
fast yanishing antiquities. Persons wishing to become members. a 
should apply. to the Corresponding Secretary, Wm. Sumner Appiston, 9 q . 
2 Lynde Street, Boston, Mass., enclosing check payable to William 
ae Endicott, : j reastirer, "The classes of *menibership are: Life, $50; 7 
ees Active, $5 per year; Associate, $2 per year. All members receive the : 
a0 oti but Associate Members may mot vote or hold Fedane q 
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Misi mares. E, Colman, Interior Decorator, for studio. 
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